From: 

apache@wufoo.com on behalf of UMass Phys Plant <no-reply@wufoo.com > 


Sent: 

Monday, February 28,2011 10:18 AM 


To: 

Hanchett, James (DPH) 



Subject: 

Service request form 



Below is confirmation of your request. Please print for your records. 


Service request form 




Your name * 


Jim Hanchett 


Department * 


Massachusetts Public Health 


Mailing address * 

Room N2 51 Morrill I 

637 North Pleasant Street 

amheist, MAO 1003 


Email * 

i ames.hanchett(a!state.ma.us 


Fas 


(413) 545-2608 

== 

Building requiring work * 


Morrill I 


Room number/location * 


N251B 


Describe work requested * 


Water leaking from drain pipe in doset. 



1 

Folk OIG PRR 098971 

















































































































